Sheryl P. Walter Declassified/Released US Department of State EO Systematic Review 20 Mar 2014 


UNCLASSIFIED 

PAGE 01 NASSAU 01200 061919Z 
ACTION SY-05 

INFO OCT-01 ARA-14 ISO-OO /020W 

086968 070510Z/11 

R 061810Z JUN 78 
FM AMEMBASSY NASSAU 
TO SECSTATE WASHDC 1071 

UNCLAS NASSAU 1200 

STATE FOR A/SYAVSB 

E.O. 11652: N/A 
TAGS: ASEC 

SUBJECT: SECURITY CAMERA 


Message Text 


LAST CBMZ CONTROL UNIT FOR CCTV DOES NOT FUNCTION PROPERLY. 
WE HAVE PICTURE. BUT ZOOM. IRIS AND FOCUS NOT FUNCTIONING. 
UNIT REPLACED BY CNCD 84238 WAS BLOWING FUSES EVEN WHEN 
REMOTE CABLE DISCONNECTED. FRONT CCTV UNIT IS STARTING 
TO FADE AND SHOW INTERMITTENT PICTURE. REQUEST REPLACEMENT 
UNITS FOR PRESENT TWO MALFUNCTIONING UNITS PLUS ONE SPARE, 
TO PROVIDE CONSTANT MONITORING OF AREAS BY NEXT AVAILABLE 
POUCH. ALOS, RECOMMEND CHANGING POSITION OF PRESENT FRONT 
CAMERA MOUNT AS CAMERA TOO CLOSE TO SIDE OF BUILDING TO 
GIVE UNOBSTRUCTED VIEW OF MAIN ENTRANCE. 
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